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CONFIDENTIAL SOFIA 0240 

E.O. 11652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: EMERGENCY GENERATOR RELOCATION 

REF: A) BUCHAREST 0478; B) LONDON 01522; C) STATE 265326; 

D) STATE A-8967 

X. EMERGENCY GENERATOR WILL BE SHARING BALCONY SPACE WITH 
NEWLY INSTALLED AIR-CONDITIONING CHILLER UNIT WEIGHING ONE (1) 
TON. LOCAL ENGINEER ESTIMATES THAT BALCONY WILL SUPPORT 
WEIGHT OF GENERATOR, CHILLER UNIT, AND ENCLOSURE, BUT WE ARE 
SEEKING WRITTEN CONFIRMATION ON THIS AS WELL AS COST/TIME 
ESTIMATES. 

2. DUE TO SIZE OF AIR-CONDITIONING CHILLER, PLANS SENT 
WITH REF (D) MUST BE REVISED. UPON REVISION OF PLANS BY 
EMBASSY THEY WILL BE SUBMITTED TO A/OC FOR APPROVAL. AS 
SOON AS PLANS APPROVED, GFE MATERIALS SHOULD BE SHIPPED. 

3. ETA SEABEE WILL BE DETERMINED LATER. 
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